A Monthly Journal for Hospital Executives 


Toronto, Can. The Edwards Publishing Company August, 1928 


3 , i 
Photomicrovrap 


(J 

oS i 
-day Catgul iTte 

favs absorption oa 


the-absence oft 


6 CR: 


= ’ De@G Sutures 


In this Issue— 
The Montreal General Hospital 
Maritime Conference of Catholic Hospital Association 
Successful Convention of Alberta Hospital Association 
Grace Maternity Hospital, Vancouver 
News of Hospitals and Staffs 


A) 


Se a aE See. 








THE CANADIAN HOSPITAL August, 























Your Hospital Needs Money 


Why not give fair consideration to 
the campaign method of securing it? 


It focuses the attention of the public by intensive 
and discriminating publicity. 


It eliminates procrastination, because, once begun, 
the campaign will be pushed through to completion. 


It enlists the cooperation of all the friends of the 
institution. 


It equalizes and democratizes the task by distri- 
buting it among a considerable number of people. 


It creates a corps of interested workers whose 
public spirit more than compensates for lack of 
sales experience and it makes these workers your 
permanent friends. 


It secures funds quickly. 


4 
|| The members of Pierce & Hedrick, 
Incorporated, represent the very 
highest achievement in the devel- 
opment of the Campaign Method 


A 


CANADIAN REFERENCES 


Write us your needs, without obligation on your part. 


Pierce & Hedrick 


[Incorporated] 
French Building 1032 Phelan Bldg. 
551 Fifth Avenue San Francisco 
New York, N.Y. California 
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Your Patients voted Kellogg’s 
ALL-BRAN 100% effective 


NEARLY seven thousand people, scattered through- 
out the country, recently gave us their experience 
with Kellogg’s ALL-BRAN. To 98% of this number 
ALL-BRAN brought complete and permanent relief 
from constipation. 68% of these people had previous- 
ly tried and found part-bran products comparative- 
ly ineffective. 


A remarkable verdict from an impartial jury! 
ALL-BRAN affords prompt relief to sufferers from 
constipation. And more than that—prevents its 
recurrence. 


Kellogg’s ALL-BRAN supports the aims of the 
modern medical profession. An appetizing health 
cereal that supplements the diet. When eaten 
regularly with milk or cream, with fruits added, with 
other cereals, or in cooking, ALL-BRAN supplies the 
bulk necessary to proper elimination of the intestinal 
tract. 


Made by Kellogg in London, Ontario. Sold by 
all grocers. Served everywhere. In the red-and- 
green package. 
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OUTSTANDING APPROVED SPECIALTIES 





COMPOSITION 


INDICATIONS 


DOSES 





OVARIAN EX- 
TRACT CHOAY 


(Compressed Tablets and 
Ampoules). 


Total extract of selected fresh 
glands dried under high vacuum 
at Oo and equal to fresh tissues, 


Menstrual Troubles, Puberty, 
Pregnancy and Menopause Trou- 
bles, Ovarian Deficiency, Pruritus, 
etc. 


4 to 6 tablets, of 0.10 ctg. daily 
or 1 ampoule every other day. 





MUTHANOL 


(Box of 10 ampoules). 
(Box of 10 suppositories). 


Radiferous hydroxyde of Bis- 
muth, in suspension in oil, for 
intramuscular injections. 


Syphilis Bismutho-Therapy- 
Syphilis in all its forms and stages 
and also nervous syphilis. 


One 2 c.c. ampoules every second 
or third day in series of 10. Same 
for suppositories. 





PANBILINE 


(Pills and Liquid). 


Hepatic and Biliary Extracts— 
Associated with Boldo Extract, 
Podophyllin and Glycerine. 


Constipation, Intestinal Auto- 
intoxication, Cholaemia Gastro- 
Enteritis, Hypaticholic, Dyspepsia, 
Jaundice, etc., Arteriosclerosis. 


2 to 12 pills a day at the be- 
ginning of meals, or 2 to 12 tea- 
spoonfuls of liquid. 





PEPTALMINE 


(Sugared Pills and Gran- 
ulated). 


Peptones of meat and fish with 
extracts of eggs and milk, also with 
magnesia. 


Urticaria, Strophulus, Prurigo, 
Eczema, Digestive Troubles, Mi- 
graines, Diarrhea. 


Two tablets one hour before 
meals, or two teaspoonfuls of 
granule one hour before meals. 
Children half dose. 





PITUITARY EX- 
TRACT CHOAY 


(Compressed Tablets and 
ampoules). 


Extract of Posterior Lobe of ox 
pituitary gland obtained in drying, 
under high vacuum at freezing 
point, the fresh organs. 


Obstetrics, Haemoptysis, Uter- 
ine Haemorrhage, Gynecological 
Affections, Peritalsis, etc. 


4 to 6 tablets of 0.05 ctg. a day 
or in subcutaneous or intramus- 
cular injections. 





TRICALCINE 


(Powder, Tablets, Wafers 
and Granulated). 





Assimilable Calcium Salts, also 
associated with Adrenaline, Fluor 
and Methyarsinate. 





Scientific Kational ‘lreatment of 
Pulmonary, Osseous, Renal and 
ympestic Tuberculosis, Rickets, 
Scrofulosis, Pregnancvy-lactation. 





A measure of powder or one 
tablet or wafer at each meal. 
Children half dose. 





Treated in a unique way, right at the slaughter house, and as to obtain exactly the proper degree of suppleness and 


uniform resistance. Preserved in 90° alcohol, they are scrupulously aseptic and need not be boiled. 


Samples and literature gladly supplied in any quantities by the exclusive Canadian Representatives - 
HERDT & CHARTON, INC., 2027 McGill College Ave., MONTREAL 


LECLERC CATGUTS 














X-Ray Barium Sulphate for instant use 


SKIABARYT 


Permanent Suspensions 
Instantly Prepared 


Literature and samples gladly furnished to 
hospitals and roentgenologists on request 


MERCK & CO. Inc. 


412 St. Sulpice Street 


Montreal 
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ALWAYS 








THE SAME 


THERE is only one “Lysol” Disinfectant. 


There is only one quality—the best. Substitutes 
do not meet the strict standards set by “Lysol” 
Disinfectant, which can be obtained in bulk only 
from us. 


Because we buy cresol in such large quantities 
we are able to demand and secure the highest 
quality—and refuse to accept anything but the best. 
Furthermore, the skill of chemist-specialists in the 
field insures to “Lysol” Disinfectant the absolute 
uniformity, the complete solubility and the neu- 
trality which a disinfectant must have to be at 
all times reliable. 


Refuse to expose your institution to the dangers 
involved in using an inferior disinfectant. Insist 
on “Lysol” Disinfectant—the standard for nearly 
40 years. 


Disinfectant 


TRADE MARK 


IN CANADA 


Manufactured in Canada by LYSOL (CANADA) LIMITED. Distrib- 
uted by Lehn & Fink (Canada), Limited, 9 Davies Avenue, Toronto. 
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Our Latest Production 
MONEL 
DE LUXE WASHER 








Especially adapted to efficient 
operation in the hospital 


Motor driven with single control, push button starter. Dimensions 
42”X84". This washer has all the latest devices and will give 
the best possible service at a minimum cost of operation. 








DRY ROOM TUMBLER 
EXTRACTOR 
No. 3 Unit for Small Hospitals and Institutions 


WRITE FOR COMPLETE PARTICULARS AND PRICES 


MEYER BROS. LAUNDRY MACHINERY CO. 


SUCCESSORS TO MEYER BROS. ESTABLISHED 1884 


101 QUEEN STREET EAST TORONTO, CANADA 
We handle a complete line of Supplies for the Laundry 
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“STANDARD” 
Kitchen Equipment 
for all Hospitals 











—We Meet 
Every Need 





Specializing as we do in all the require- 
ments pertaining to Kitchen Cooking equip- 
ment, and having over 35 years actual ex- 
Ranges for all fuels perience, we are fully qualified to advise and 
act in a definite and most satisfactory manner. 





Those interested and requiring Kitchen 
Cooking Equipment will do well to let us 
quote on their specifications. 


We can submit facts and figures that should 
prove helpful and profitable. 





Hospital Ward Steam Table 


“Standard” Kitchen Equipment 
have been installed by us in the lead- 
ing hospitals, hotels, clubs, etc.,— 
references gladly supplied on request. 








| Send for Catalogue 
No. 16 











Geo. Sparrow & Co. 


119 Church Street 
TORONTO, ONT. 






A Hospital Steam Table 
Trucks in all designs. 
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Gentlemen:— It will pay us to equip every cot 
in our Hospital with a Marshall Mattress 


A, Becauise— 


iT FITS THE BODY ; i : 
A Marshall will provide our patients with 






MARSHALL FEATURES: the utmost in sleeping comfort. 
The soft flexible ii tf ent: bout . . ten ° 
ToS tides patented rprings loos tepe the Scientifically constructed, it is the ideal 
Marshall resilient and in ils original shape. : 
mattress for hospital use. 


Sanitary patented bow knots do not gather dust 
and lint, like ‘ujts do, nor will the hea y tape 


break like ordinary cord. Outwears two ordinary mattresses. 

A soft cushioning of hair or colton covers the ; " 

es ae age For years other hospitals have demon- 
fi i the intcrio: ° ° one 

awn fo. te strated Marshall superiority, durability, 

With convenient handles, ti each side and 

ey the Marohall te aon handle. ee comfort and economy. 

Mighqrale, Lnganening, den: Wing Further, we can secure special prices for 


hospitals and save money that way. 


Write for literature and 
special prices for hospitals. 


Marshall Ventilated Mattress Co. 
Limited 
TORONTO, ONT. 





INNER-SPRING MATTRESS 


et ark | 
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Micro-Levelling Brings Comfort to Patients 


In no other institution is the smooth operation 
of elevators so essential as in the Hospital. 
Jarring and jerking cause pain and suffering. 


Quick to appreciate anything that increases the 
Above, New Wing, St. comfort of their patients, hospital governors in 
Parag Bhar sigy Ho all parts of Canada, and in hospitals of all sizes, 
holson & McBeth, are choosing Otis-Fensom elevators, equipped 


Architecis. Otis-Fersom with the Micro-Levelling system. 


Button Control Ele- y : q : 
vators, Micro-Levelling — an exclusive Otis-Fensom 


system — automatically stops the elevator 
smoothly and exactly at the floor level. Con- 
sequently it eliminates the bump or jolt as 
patients are wheeled on or off the elevator. 


OTIS-FENSOM ELEVATOR 


COMPANY LIMITED - 


General Offices and Works: 


HAMILTON - CANADA 


Offices in all principal cities © 








=} 6, 
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Why McKesson Apparatus gives a Better 
ETHYLENE NARCOSIS 


Ethylene like wet nitrous oxid tends to freeze 

« when administered by the continuous flow method. 

Every user knows this to be true. Freezing disturbs 

the proportions and the depth of anesthesia varies 

as a result, often requiring the addition of ether to 

overcome unevenness of anesthesia, which might not 
be necessary if freezing were prevented. 





The McKesson intermittent flow principle pre- 
vents freezing by fracturing the ice at the valve 
nozzle at each breath. This is a clinical advantage 
that is recognized by all McKesson users who have 
used continuous flow appliances. 


Probably more one is being administered 
through McKesson appliances than all others. 





Write for information 


McKesson Universal Unit No. 100 


Toledo Technical Appliance Company 
2226-32 ASHLAND AVENUE, TOLEDO, OHIO, U.S.A. 





























Better 
Hospital 
Equipment 


1110— Nurse’s Desk 
(at left) 


With this filing system either Physician 
or Nurse can locate at a glance, the 
holder desired, as the name space is very 
readily seen. The holder proper is of 
Cast Aluminum taking up the smallest 
amount of space. For instance: the cut 
shows 30 charts, any multiple of five or 
® © 0) ten charts can be had. The charts are 

rubber protected at the antennae 

making it entirely noiseless. The wor 

ing surface is of polished Monel Metal. 
© © The body finished to suit surroundings. 

As can be seen, lots of storage room in 
drawers is supplied. The size can be 
changed to suit. 


© ® Also Operating Room Circu- 
lar Instrument Tables, Ward 
Tables, Dietitian Tables, 
Bedside Tables, Kitchen 
Tables, Baby Dressing Tables. 
Food Conveyors, Tray Car- 


riages. 


Metal Craft Co. 


LIMITED 


Grimsby - Ontario 
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BARD-PARKER KNIFE 


18 Shap 


pe - PARKER Knives are sharp, 
safe, and economical. Because the 
used blades may be 2 by new 
sharp blades, Bard - Parker Knives are 
always ready for instant use. 


Prices—No. 5 handles, $1.50 each. 
Blades, six of one size per package, 
$1.50 per dozen. 


Quantity Discounts—Orders of 1 to 5 
gross, assorted sizes of blades, unit 
delivery—10%. Orders of 5 gross or 
more, assorted sizes of blades, unit 
delivery—15%. 


BARD-PARKER COMPANY. Inc 
369 Lexington Ave., New York, N.Y. 
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Methodist Hospital 
Dallas, Texas 





ital G 
c Hosp ©orgetown Unive 


ern Homeopathi 


, th 
Woman's Southern delphia Washing “ge ny Hospital 


Castle Originality 
Recognized by Hospitals Everywhere 


Principles of correct sterilization 
pioneered by Castle have influenced hos- 
pitals all over the country to select Castle 
equipment. The three institutions illus- 
trated have recognized the value of. the 
following Castle improvements: 


1917 Castle originated the principle 
of forced air evacuation for 
autoclaves, and eliminated the 
complicated vacuum device. 


1926 Castle was the first manufac- 
turer to add automatic control 
to insure positive discharge of 
all air and water, and thus elim- 
inated the human element. 


1927 Castle connected this automatic 
discharge direct to plumbing, 
and thereby eliminated the un- 
sightly basin on the floor. 





1928 Other manufacturers proclaim 
these improvements essential to 
good technique. 


Castle Autoclave with “Forced Air Evacuation.” 
Automatic Air and Condensation eliminator 


C.Ad 7 1 


WILMOT CASTLE COMPANY 1202 University Avenue Rochester, New York 
World’s Largest Manufacturers of Sterilizers for Hospitals, Physicians, and Dentists 


FOR THE STORY ON CASTLE DRESSING STERILIZERS FILL AND MAIL TODAY 
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OFFICIALS OF CANADIAN HOSPITAL ASSOCIATIONS 
‘ Alberta Hospital Association. 
President, Dr. A. H. Baker, Central Alberta Sanitarium, Cal- 
gary. 
Sec.-Treas., J. A. Montgomery, Edmonton. 
British Columbia Hospitals Association. 
President, Geo. S. Haddon, Vancouver. 
Secretary, E. S. Withers, Royal Columbian Hospital, New 
Westminster, B.C. 
Manitoba Hospital Association. 
President, Robert Darrach, Brandon. 
Secretary, Dr. G. S. Williams, Children’s Hospital, Winnipeg. 
Maritime Catholic Hospital Association. 
President, Sister M. Camillus, R. N., St. John Infirmary, 
St. John, N. B. 
Secretary-Treasurer, Sister Monn, R. N., St. John Infirmary, 
St. John, N.B. 
Ontario Hospital Association. 
President, R. H. Cameron, Toronto. 
Secretary, Dr. F. W. Routley, Ontario Division, Canadian 
Red Te Toronto. 
Saskatchewan Hospital Association. 
President, W. E. Stephenson, Moose Jaw. 
Secretary, G. E. Patterson, Regina. 


Acoustical Treatment Becomes Necessary 

There are so many phases to be considered in the 
planning of a modern hospital that it is perhaps 
difficult to select any one of them as being of out- 
standing importance. From the patients’ point of 
view, however, it might be safe to say that they feel 
that the elimination of noise is one of the very first 
considerations. 

With the modern type of building, the problem of 
noise demands serious consideration, according to 
Mr. Frank E. Chapman, Director of Mount Sinai 
Hospital in Cleveland, in writing in “Hospital 
Management.” In a skeleton steel or poured rein- 
forced concrete building noises are transmitted to a 
degree that is almost unbelievable. 

Properly insulated foundations for all motors, 


THE CANADIAN HOSPITAL 13 


elevator machinery and similar equipment, and 
sound-proofing of rooms in which this equipment is 
placed is absolutely necessary. This has a double 
value in that the insulation of the foundation pre- 
cludes the transmission of sound by vibration through 
the structure of the building, and the sound-proofing 
of the area reduces its transmission through partitions. 

Another necessary step is by planning the location 
of stair wells and elevators in separate corridors, 
isolated from the main corridors by doors. It is well, 
also, to treat the ceilings of these lobbies acoustically. 

Careful consideration also should be given to the 
acoustical treatment of all corridors adjacent to 
rooms of patient occupancy, for the purposes of 
absorbing noises made by those travelling back and 
forth, and of reducing transmission of noises from 
one room to another through open doorways. The 
effect of acoustical treatment of corridors is markedly 
successful. 

Unquestionably ceilings of nurseries, labour rooms, 
and delivery rooms should be acoustically treated, as 
also should be rooms of unusually noisy services, 
when adjacent to rooms occupied by patients. This 
refers to such rooms as service pantries and utility 
rooms. 

Acoustical treatment is expensive, but it must be 
remembered that this is a major problem of present- 
day hospital operation, and that the expense is 
justified if it is possible within the limits of available 
funds. Material savings may be effected by planning 
this acoustical treatment as an integral part of the 
building operation. 

LE 


+ 


The Widening Sphere of the Nurse 

When Miss Florence Nightingale published her 
‘Notes on Hospitals’”’ she was accounted a Utopian 
radical, so far ahead was she of herday. Her advanced 
suggestions are the ABC of the modern probationer. 
How far away the present standard is from that of 
even fifty years ago is evident from the fact that it 
was not until 1870 that Guy’s Hospital in London, 
England, followed the lead of other London hospitals 
and introduced regular nurses in the place of the 
“scrubbers’’ and general charwomen who had pre- 
viously looked after—one cannot say taken care of— 
the sick of its wards. 

The course of training now universally followed in 
the standard hospitals demands of entrants not only 
a higher school standing but also takes the candidate 
farther and farther into the fields of modern medical 
science. Besides a considerable knowledge of anatomy 
and physiology there is special instruction in abdom- 
inal surgery and obstetrics. In bacteriology the 
student gets a nodding acquaintance at least with the 
common or garden variety of germs and learns how to 
deal with infectious diseases. First aid, of course, is 
primary, as is also sanitation and hygiene. To these 
are added a working knowledge of drugs. Now that 
dietetics is a science, the nurse becomes a food 
specialist and an adept cook. She becomes the 
surgeon’s second pair of hands at the operating table. 
Even some insight into that mysterious field of 
mental disease is offered her. 

In addition there is the specialized training 
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required to bring all the other knowledge to bear 
directly upon the welfare of the patient. The actual 
care of the sick has a technique of its own and many 
hours are devoted to this throughout the three years’ 
course. 

Along with the better training demanded of the 
ever-increasing numbers of candidates, opportunities 
multiply for carrying on their profession. When 
sickness befalls the home the trained nurse is called 
in as a matter of course. Besides, there seems to be 
a growing disposition to take advantage of hospital 
service, whether public or private. Victorian Order, 
Red Cross, civic health centres, nursing care provided 
by stores and industrial plants, health service pro- 
vided in public schools, are some of the openings of 
more recent development. The missionary activities 
of the churches call for nurses both for the frontier 
lines of our own country and for the lands largely 
devoid of any real medical science. 

Without straining either fact or imagination any 
group of graduates might be viewed as another 
contingent of fair Amazons enlisted for the grim fight 
with disease. They have already learned that science 
is winning in the great war. Preventive medicine, 
sanitation, diet, the laboratory’s findings, the wizardry 
of the scalpel, are now crowding the enemy backward. 
One by one the major plagues are being controlled— 
diphtheria, smallpox, yellow fever. The dragons of 
disease are being wounded unto death. The medical 
world just celebrated the three hundredth anniversary 
of the publication of that epoch-making book in which 
William Harvey announced his discovery of the cir- 
culation of the blood. It was only in 1840 that 
Mrs. Fry and Lady Inglis founded the first nursing 
institution in London. Such relatively recent dates 
may well give a large measure of hope to nurses, 
doctors and all of us for the progress of humanity 
toward health. 


Ue 
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Canadian Girls Achieve Their Goal 


More than half of the graduating class receiving 
diplomas during June in the Nurses’ Training School 
of the Buffalo City Hospital was composed of young 
women whose homes are in Ontario. There were five 
Toronto girls in the class, while thirty-three others 
reside in small communities of Ontario, making a 
total of thirty-eight from the province as compared 
with the total graduating list of sixty-five. 

In speaking of these girls, Dr. Walter S. Goodale, 
Superintendent of the institution, said: ‘‘We are very 
proud of the record which Canadian girls are making 
in the Buffalo City Hospital. They have attained 
high standing in their classes and have done excellent 
work in the wards. Once Canadian girls begin 
training they seldom quit until they have achieved 
the goal of their studies, namely, that of obtaining 
the coveted degree of registered nurse to which our 
course leads.” 

When our neighbours to the south speak so 
encouragingly of our girls who go over to the other 
side of the line to train, it shows that the many 
tributes paid to our Canadian graduates are justified. 
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A Book on Hospital Planning 

Announcemént has been made in the ‘‘Modern 
Hospital” of the publication of a new book which 
deals with hospital planning. It is called ‘‘Specifica- 
tion for a Hospital” and for anybody who is actively 
interested in hospital construction and who has any 
part in drawing up specifications for proposed 
hospital buildings, there is a wealth of valuable 
information concerning the proper wording of the 
contracts and all the minute details to be dealt with 
in this book, which contains specifications for a 
hospital erected at West Chester, Pa., and designed 
by York and Sawyer, architects, New York. 

The publishers frankly admit that the book has 
been published merely as an experiment. However, 
their object is definite. Specifications, they say, 
must satisfy three principal requirements. First, 
they must so adequately describe a given work as to 
enable the builder to understand exactly what is 
intended. Next, they must, when made part of a 
contract, enable the owner legally to compel the 
contractor to produce precisely what is proposed. 
Lastly they must be written concisely and in good 
English. 

The specifications for the Chester County Hospital 
and Nurses’ Home, West Chester, Pa., compose the 
greater part of the book. The remainder of the book 
consists of a series of notes and comments on the 
articles of the contracts. These were written by Mr. 
Wilfred W. Beach, who is associated with the Pencil 
Points Library of Specifications. 

The object of this publication is to present to 
those interested in hospital construction suggestions 
for the correct wording of their specifications in 
order that they may obtain the desired results. 

This book is one of a series, and later volumes will 
contain the specifications for other hospitals. 

Le 


FAIS 


Committee Will Advise Alberta Public Health 
Department 

Appointment of the members of the newly-created 
Advisory Committee to the Public Health Depart- 
ment, Province of Alberta, is announced by Hon. 
George Hoadley, minister of health, as follows: 

Representing the medical profession at large, 
Dr. W. A. Wilson, Edmonton; representing the Col- 
lege of Physicians and Surgeons, Dr. George Johnston, 
Calgary; representing faculty of medicine, University 
of Alberta, Dr. Edgerton Pope; representing medical 
health officers of the province, Dr. Gow, medical 
officer of health, Calgary; representing superintend- 
ents of city hospitals, Dr. H. R. Smith, Royal Alex- 
andra Hospital, Edmonton; representing rural muni- 
cipal hospitals, A. T. Stephenson, Red Deer; repre- 
senting laymen, H. E. G. H. Scholefield, Calgary, and 
one to be selected; representing the women of the 
province, Mrs. O. C. Edwards, Macleod, vice-president 
Canadian Council of Women, and Mrs. Field, of 
Spurfield. One representative of the nurses is yet to 
be nominated. 

The object of the board is to advise the minister 
on matters appertaining to the health of the province 
at large. 
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A view of the Montreal General Hospital showing the old building and later additions 


The Montreal General Hospital 


One hundred and ten years ago a voyage across 
the ocean was totally unlike what it is to-day. 
Instead of modern comfort, the pioneers endured a 
long and tedious journey on sailing vessels, living in 
dingy quarters and under the obligation of providing 
their own food and bedding. Sickness was not 
uncommon and ship fever and other debilitating 
diseases often compelled the settler to seek aid upon 
landing in the country of his adoption. 

To give this assistance, the Ladies’ Benevolent 
Society opened, in the year 1818, a house on Craig 
Street, two blocks east of St. Lawrence Main Street, 
where they could offer food, shelter and medical aid 
to any needy newcomers. They went a step further, 
thanks to the Governor-General of that time, and 
obtained through his assistance some discarded army 
beds and bedding, with which they established a small 
hospital of twenty-four beds, the nucleus of the 
Montreal General Hospital. 

In 1821, the present site was purchased and the 
corner stone of the original building being laid with 
appropriate ceremony, the structure was hurried to 
an early completion. This advanced the hospital 
capacity to seventy-two beds. 

In 1824, the Montreal Medical Institute was 
inaugurated in connection with the Montreal General 
Hospital. This was the first medical school in Canada 
and the Montreal General Hospital is in the proud 
position of being the first hospital in Canada to admit 
medical students to the wards for clinical teaching. 
In 1828, the doctors of the Montreal General Hospital 
in attendance at the Medical Institue established 
what is now known as the Medical Faculty of McGill 
University. 

The consistently steady growth of Montreal made 


an increasing demand on the hospital’s capacity, but 
the hospital authorities always rose to the occasion, 
and in 1832, the Richardson Wing was erected in 
honour of the Honourable John Richardson. This 
increased the hospital capacity to 100 beds. In this 
Richardson Wing was the old original ‘‘Ward Eleven,” 
so frequently mentioned in Osler’s “Medicine.” In 
1848 the Reid Wing was added in honour of Chief 
Justice Reid, bringing the total bed capacity to 130. 
In 1867, a Contagious Disease Building, with a 
capacity of forty beds, for the treatment of smallpox 
was erected. In 1874 the Moreland Wing was added 
in memory of Thomas Moreland. 

The year 1877 is a memorable one in the annals of 
Canadian surgery. During that year the Lister 
method of antiseptic surgery was introduced into the 
practice of the Montreal General Hospital by the 
late Sir Thomas G. Roddick. In 1883, marking 
another advance in hospital service, the Montreal 
General Hospital instituted the first ambulance 
service to be run in connection with a hospital in 
Canada. 

The year 1890 saw the establishment of the 
Training School for Nurses, which, after being 
opened by the Governor-General and Lady Stanley, 
was placed under the direction of Miss Nora G. 
Livingston. In 1892 the Surgical Pavilion, composed 
of the Campbell Wing (in honour of Dr. G. W. 
Campbell) and the Greenshield Wing (in honour of 
David Greenshields) and the Operating Suite (the 
bequest of the late George Hamilton) were added to 
the hospital. 

In 1897 the corner stone of a Nurses’ Residence, 
known as the Jubilee Nursing Home, was laid by 
Lord Lister in the presence of a brilliant and dis- 
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tinguished assembly gathered in honour of this 
world-renowned scientist. 

In 1909, the present Pathological Building was 
added, and in the same year the first Dental Clinic to 
be established in a General Hospital became part of 
the institution with six dental chairs. This depart- 
ment has shown steady progress, possessing fifty 


dental chairs with a separate wing of its own, and is’ 


now the Dental Clinic of the Dental Faculty of 
McGill University. 

In 1911 the corner stone of that imposing struc- 
ture, known as the New Building, was laid. His 
Excellency the Governor-General, Earl Grey, gracious- 
ly officiated at this notable function. The same year 
saw the establishment of the Social Service Depart- 
ment. In 1924, thanks to the generosity of several 
members of the Board of Management, a Bio- 
Chemical Laboratory was opened at a cost of $27,000. 

In 1926 there was opened the splendid building 
of the New School and Residence for Nurses, with 
every accommodation for 210 nurses. The second 
floor is devoted solely to teaching purposes and 
contains class rooms, laboratories, demonstration 
rooms, etc. 

And last, but not least, in the history of this old 
institution, there has been consummated within the 
last few weeks, after a careful study of the hospital 
situation-in the City of Montreal, an agreement for 
five years whereby the destinies of the Montreal 
General Hospital, now amalgamated with the Western 
Hospital and the Royal Victoria Hospital, now 
amalgamated with the Montreal Maternity Hospital, 
will be guided by a joint commission composed of 
five members of the Board of Management of the 
Montreal General Hospital, five members of the 
Royal Victoria Hospital, and one representative from 
McGill University. While each hospital will retain 
its own autonomy, this commission will have power 
to decide on the erection of new buildings, raising of 
campaign funds and their distribution and correlation 
for teaching purposes, of medical appointments of the 
individual hospitals in connection with McGill 
University. 

The kindly members and friends of the Ladies’ 
Benevolent Society builded better than they knew 
when they gave a beginning to the magnificent 
institution known far and wide as the Montreal 
General Hospital. With its long and incomparable 
record of surgical, medical and dental efficiency, the 
Montreal General Hospital holds an enviable position 
among the hospitals on the American continent, and 
is to-day, as ever, in the forefront of the advance of 
medical science. : 

Stratford Plans Fine Nurses’ Home 

The specifications for thé new nurses’ home. at 
the General Hospital, Stratford, Ont., have been 
announced. The building will be 132 feet long by 
about 34 feet wide and will be two storeys and base- 
ment in height, with two stairwaysipapan’ the basement 
to the second floor. 

The basement plan includes ‘a recreation room, 
kitchen, toilet room, coat room, laundry, trunk room, 
sewing room, standard sized class room and demon- 
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stration room, with an eight foot, six inch ceiling 
throughout. 

The first floor has three entrances, a front and two 
rear grade entrances. The vestibule leads into an 
entrance hall and corridor from which open a central 
bath and toilet room, two bathrooms and showers, 
also two bathrooms with three bedrooms adjoining. 

On this floor also are a large reception room, a 
small sitting room for the matron and ten bedrooms. 
All ceilings on this floor are ten feet high. 

The second floor has bath and toilet room accom- 
modation as the first floor, also two bathrooms with 
three adjoining bedrooms. There are as well, one 
double room and twenty-one single rooms. All 
bedrooms have clothes closet with shelf, rail for 
hangers, etc. 

All floors throughout are to be of terrazo, rein- 
forced on wood. There will be glass and steel screens 
at each of the stair entrances. The interior is to be 
finished with British Columbia fir, varnished and 
rubbed. 

The foundation will be of concrete and the balance 
of the building of brick, the exterior being of rug 
brick. 

The central portion of the building is to have a 
shingle roof, the other portions on either side to be 
of flat, built-up composition. 

The stairs will be of British Columbia fir with iron 
railings. The entire building will be lathed and 
plastered on both walls and ceilings. 


Convention of New Brunswick Nurses 


St. STEPHEN, N.B.—At the annual convention 
of the New Brunswick Association of Registered 
Nurses held in St. Stephen in June, the following 
officers were elected for the coming year: president, 
Miss A. J. McMasters, Moncton, re-elected; first 
vice-president, Miss Ella Cambridge, Saint John; 
second vice-president, Miss Mabel McMiullin, St. 
Stephen; secretary-treasurer, Miss Maude Retallick, 
Saint John, re-elected. Executive: Misses McMullin 
and Cunningham, St. Stephen; Misses Murdock, 
Dykeman, Coleman and Brophy, Saint John; Misses 
Kay and Gunn, Moncton; Misses Murphy and Par- 
sons, Fredericton; Mrs. Gough, Newcastle; Miss 
Stewart, Bathurst. 

Convener of public health, Miss Dykeman; 
private duty, Miss Kay, Moncton; nursing education, 
Miss Murdock, Saint John; constitution and by- 
laws, Miss Brophy, Saint John; Canadian nurse, 
Miss Cambridge, Saint John; board of examiners, 
Miss Murray, Fredericton, and Miss Murdock, Saint 
John. 

It was voted to hold the next annual meeting at 


‘Saint John. 


_ NEw WEstTMINSTER, B.C.—Dr. Stanley Millar, of 
Vancouver, has been appointed to take charge of the 
X-ray department of the Royal Columbian Hospital. 
Having an expert in charge of this department is a 
new departure for the hospital and it represents an 
important advancement in the work of the institu- 
tion. 
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Grace Maternity Hospital, Vancouver, 
Enjoys Ideal Facilities 


Out on a lofty eminence, at the intersection of 
Twenty-sixth Avenue and Heather Street, Van- 
couver, high up where the soft winds of the Pacific 
blow through the open windows—where the sunshine 
bathes it all day long—and facing a rim of snow- 
capped mountains, stands Grace Hospital, built and 
conducted by the Salvation Army. 

This property which consists of a city block, 
bears every evidence of being wrested from the 
wilderness. | Twenty-sixth Avenue, upon which 
Grace Hospital faces, has just been paved; at the 
rear and on either side, the land is being cleared. 

Despite the fact that the building, as it now stands, 
is large and commodious, the calls for accommodation 
which have been made since its inception about nine 
months ago point to the need for additional wings 
being added, in order to help provide Young Canada 
with a safe port of entry. 

When the plans for Grace Hospital were drawn, 
the Salvation Army thought ample provision had been 
made for years ahead. The hospital was not in 
actual operation for more than two months, when it 
was found that it would only be a matter of months 
before the hospital would be taxed to capacity. 
So overwhelming has been the demand from both 
classes of patients—those who can afford to pay and 
the less fortunate ones who can not—that the need 
filled by this hospital is quite apparent. 

This institution, which is a maternity hospital, 
was built with accommodation for seventy patients, 
and in an emergency it can make room for seventy- 
five; right now it is being taxed to capacity. 

As far as fittings and equipment go, it would take 
an expert to do justice to Grace Hospital; but even 
to the uninitiated it is apparent from the carefully- 
labelled babies in the nursery to the electrical refriger- 
ator in the basement—that it is the last word in 
efficiency. 


There is absolutely no chance of getting the babies 
mixed up. Before each new baby is taken from the 
delivery room, it has its wrist labelled with its 
mother’s name. A similar label is on the cot. They 
make a point of giving personal and _ individual 
attention to every baby. 

Each baby has a separate cubicle for its belong- 
ings, which are thus kept entirely by themselves. 
Each nursery has a utility room connected with it. 
This contains a soft, padded table, where the 
babies are changed and bathed. There is also a 
thermostat heater to regulate the temperature of the 
water, scales for weighing the babies and cubicles 
for their individual necessities. 

The nurseries are beautiful—something that every 
mother dreams about for her own baby, although on 
a smaller scale, of course. Wide windows letting 
in the light and sun; softly-tinted walls, one having a 
painting of an immense stork; rows of tiny, frilly, 
spotless crib-baskets, in the centre of the room a 
small stand containing a huge bow] of yellow daffodils; 
everything that could possibly go toward giving baby 
the right kind of a start in the world. There is also 
an incubator. i 

The first baby to be born within the walls of 
Grace Hospital had the signal honor of being dedicated 
by Colonel Payne, the superintendent, and received 
the name of “Robert Randolph Bruce Payne”’ 
which, it will be noted, includes the name of the 
Lieutenant-Governor, who opened the building on 
October 2, 1927. 

In Grace Hospital nothing seems to have been 
overlooked that might contribute to the care and 
comfort of the mothers and babies. And in the 
furnishing of this institution, various private individ- 
uals and clubs have generously contributed. 

For instance, there is the public waiting room to 
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the left as you enter the building. The tasteful 
furniture in this room was the gift of Mrs. Mary 
Ellen Smith, M.L.A. Then there is a small room 
for the convenience of the doctors, which is fitted 
with a roomy clothes closet, telephone and comfort- 
able furnishings. Post No. 1 of the Native Daughters 
of British Columbia was responsible for this con- 


tribution. Another gift is the fittings for one of the 
public wards. This is known as the Gladys Winola 
Andrews’ ward. The Rebekah lodges. of Van- 


couver also contributed toward the furnishings of 
another public ward. Further donations include 
furnishings of the Laurier Club ward, the Salvation 
Army Home Legion Nursery, the Civilian Pensioned 
Mothers’ Association (who have equipped a ward in 
memory of Winnifred Mahon, first minimum wage 
inspector), Enoch Evans and son, private ward, and 
the Canon Davis memorial ward. 

Both public wards, each of which contains ten 
beds, are situated directly above one another on the 
second and third floors. They end in wide and spa- 
cious sunrooms, tastefully furnished in wicker 
and chintz, which are for the use of patients who are 
sufficiently convalescent to take advantage of their 
comfort. 

In addition to the public wards, there are four 
three-bed wards, seven semi-private rooms and six- 
teen private rooms. 

There is also an operating room, equipped with the 
latest system of lighting; sterilizing room, equipped 
in the most up-to-date manner; diet kitchens and 
utility rooms. 

The top floor of the building, which was primarily 
intended to be used for patients, is being used as 
sleeping and living quarters for the staff of twenty- 
five nurses which the hospital at present employs. 
The attractive sitting room, on this floor was furnished 
by Messrs. Morrin & Thompson of Phoenix, B.C. 

There does not appear to be any wasted space 
in this building. On the first floor, which is really 
the basement, are to be found the nurses’ dining room, 
a sewing room, electric refrigerators, kitchens, furnace 
rooms, supply rooms, laboratory, etc. 

During the first six months after the opening 
of Grace Hospital 330 babies were born under its roof. 
Three hundred mothers, while they went down into 
the valley of the shadow, had the advantage of 
everything that modern skill, medical-care and 
attention could provide. And their babies had 
most priceless thing, proper care at birth. 

It might be noted that while Grace Hospital is 
willing to take care of any and every patient whocan- 
not afford hospital care otherwise, a great percentage 
of its patients are paying patients. The hospital is 
making an endeavour to be self-supporting, and the 
patronage of the patients who are able to pay, coupled 
with the generous contributions of the public, will 
make this possible. 

Grace Hospital Annex, which is run in connection 
with Grace Hospital, is situated on Eighth Avenue, 
and takes care of a large percentage of the less fortun- 
ate patients who are unable to pay their way; provi- 
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SURGEONS’ GLOVES 


as 


Special Markings Identify 


Your Own Gloves 
The easiest way to keep a check on your own 
% 

















gloves is to have them specially marked with 
your own name or initials. This identification 
cannot be sterilized off. The small additional 
cost often proves an economy. 


Sterling Rubber Company 


GUELPH - CANADA 


Largest Specialists in SEAMLESS Rubber Gloves 
in the British Empire 


Gives Absolute 
Satisfaction. . 


Made from the 
highest grades of 
vegetable oils’only, 
it is unsurpassed 
in quality. .... 


Write for 
samples and prices. 


Manufactured by 


’ The J. F. Hartz Co., Limited 


Pharmaceutical 


TORONTO MONTREAL 





Please refer to THE CANADIAN HOSPITAL when writing 
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Precision Horizontal Stereograph 







5,000 Operations— 
without a miss 


This—the actual result of 5,000 consecutive operations in 
our Research Laboratory—proves the infallibility of the 
Precision Horizontal Stereograph. 


Automatic—No Resetting. 


A Push Button Switch activates the Electric Motor Drive, 
forcing the Cassette Carrier across with lightning rapidity. 
Eliminates “retakes” and possibility of error due to faulty 
mechanism. 
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Write for Catalog 26A illustrating and des- | 
cribing this truly wonderful development. 
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ACME INTERNATIONAL X*RAY COMPANY 
725 WEST LAKE STREET CHICAGO, U.S.A. 
Exclusive Manufacturers of PRECISION CORONALESS X-RAY APPARATUS 
RAE Ye AMIRI ORR $= 














FRENCH 
X-RAY 
SCREENS 


In this day and age a product that hopes to maintain a 
standing in its field must have incorporated in it an element 
of Service. 


The French X-Ray Intensifying Screen is a striking example 
of the modern trend toward Service. 


It is guaranteed for Three Years, and many French Screens 
are still functioning with undiminished efficiency after six and 
seven years of constant service. This is due in a large measure 
to its removable protective covering, which may be renewed 
periodically when it becomes marred, spotted or chafed, and 
which does not affect detail or contact. 


Thus with the French Intensifying Screen you get unsur- 
Write for Circular passed speed, detail and contrast, plus an efficient life far in 
and Prices excess of the Three Year Guarantee period. 








Does this interest you? 


THE M. B. EVANS X-RAY COMPANY 


211 Union Ave. N.E. 2539 Woodward Ave. 80 Richmond St. East 
GRAND RAPIDS, Mich. DETROIT, Michigan TORONTO 2, Ont. 





Exclusive Distributors of Acme-International Precision Apparatus 
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Kalmerid Catgut 


ERMICIDAL. Exerts a bactericidal ac- 

tion in the suture tract. Supersedes 

the older unstable iodized sutures. Impreg- 
nated with the double iodine compound, 
potassium-mercuric-iodide.t Heat sterilized. 





The boilable grade is unusually flexible for boilable 
catgut; the non-boilable grade is extremely flexible. 


TWO VARIETIES 


BOILABLE* NON-BOILABLE 
NO. NO. 

NOE Silay oyccs Pua Catour........s508 1405 
“Eh 1 pepepprerey 10o-Day CuHrRomIc........... 1425 
2 een eetsS 20-Day CHROMIC........... 1445 
OS sss secencss 40-Day CHRoMIC........... 1485 


Sizes: 000..00..0..1 = Pee 
Approximately 60 inches in each tube 


Package of 12 tubes of a size..... $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Claustro-Thermal Catgut 


SEPTIC, Sterilized by heat after the 
tubes are sealed. Boilable.* Unusual- 
ly flexible for boilable catgut. 











Sizes: 000..00..0..1 «3-94 
Approximately 60 inches in each tube 


Package of 12 tubes of a size... ..$3.00 
Less 20% on gross or more or $28.80, net, a gross 


D&G Sutures are 
always found 
neutral under the 
most delicate ti- 
tration tests. This 
is one of the rea- 
sons they uniform- 
ly behave well in 
the tissues. 





Atraumatic Needles 


Ket GASTRO-INTESTINAL suturing 
and for all membranes where minimized 
suture trauma is desirable. Integrally affixed 
to 20-day Kalmerid catgut. Boilable.* 


Experimental evidence has proven 20-day chromic 
catgut the most suitable for gastro-intestinal sutur- 
ing. It has been found that gastric wounds are fully 
healed within 12 days, and intestinal wounds at 16 
days. At these periods the 20-day catgut (regard- 
less of size) still retains, réspeétively, 60 per cent 
and 30 per cent of its initial strength. 





THEY DO NOT BEND on? 


LL - 


ILLUSTRATIONS ARE FIVE-EIGHTHS SIZE 





CURVED NEEDLES ARE IN FLAT TUBES 


NO. INCHES INTUBE DOZEN 
1341..STRAIGHT NEEDLE..........- BR sssees $3.00 
1342..T wo StraicHT Neepies...36...... 3.60 
1343..¥e-Circie NEEDLE.......... "tee 3-60 
1345..¥2-Circte NegeDLe.......... eee 3.60 


Less 20% discount on one gross or more 
Sizes: 00..0..1 
Packages of 12 tubes of one kind and size 


Kangaroo Tendons 


ERMICIDAL, being impregnated with 

potassium-mercuric-iodide.t Chromi- 

cized to resist absorption in fascia or in 

tendon for approximately thirty days. The 
non-boilable grade is extremely flexible. 





SPO vccponsistvvsevansesvens Non-Bortaste Grade 

WOU vstigase ss otdicsesoenp anne *BorwaBte Grave 

3114.18, ae 
Each tube contains one tendon 

Lengths vary from 12 to 20 inches 


Package of 12 tubes of a size..... $3-00 
Less 20% on gross or more or $28.80, net, a gross 
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D&G Sutures are obtainable from responsible dealers everywhere; or direct, postpaid 

















Non-Absorbable Sutures 








NO. INCHES IN TUBE SIZES 
350..CELLULomw-LineENn........ O8;. cia 000, 00,0 
360..HORSEHAIR.............. BOB. pi cagetevesd 00 
390..Wuire Sitxworm Gut..84......... 00,0, 1 
400..Biack Sitkworm Gut..84......... 00,0, 1 
450..Wuite Twistep Sitk...60........ 000 TO 3 
460..Biack Twistep Sixk.....60........ 000, 0, 2 
480..Wuire Braipep Sixk.....60...... 00,0,2,4 
490..Biack Brarvep Sixk.....60......... 00,1,4 

BOILABLE 


Package of 12 tubes of a size... .. $3.00 
Less 20% on gross or more or $28.80, net, a gross 


Short Sutures for Minor Surgery 





SIZES 
802..PLain Katmerip CaTGUT..20..00, 0, 1, 2, 3 


NO. INCHES IN TUBE 


812..10-Day Katmerip “ 
822..20-Day Katmerip “ 


++20..00, 0, 1, 2,53 
.-20..00, 0, I, 2,3 


862..HORSEHAIR...........+0000. SRO RRE 

872..WaiTe SitkworM GUT...28.........00005 ° 

$82..Wuire Twistep SILK......20...... 000, 0, 2 

892..UmaiicaL Tape........... 24...Ye-IN. WIDE 
BOILABLE 

Package of 12 tubes of a size... .. $1.50 


Less 20% on gross or more or $14.40, net, a gross 


Emergency Sutures with Needles 


UNIVERSAL NEEDLE FOR SKIN, MUSCLE, OR TENDON 





SIZES 
go4..PLain Katmerip CaTcurt..20..00,0, 1,2, 3 


NO. INCHES IN TUBE 


g14..10-Day Katmerip ¢< 
924..20-Day Katmerip ‘< 


+-20..00, 0, 1, 2,3 
--20..00, 0, 1, 2,3 


964..HORSEHAIR........ +++ 20000 een 00 

974.-Wuire Sixworm GuT...28.........2+00 ° 

984..Wuite Twistep Si1k......20...... 000, 0,2 
BOILABLE 

Package of 12 tubes of a size..... $2.40 


Less 20% on gross or more or $23.04, net, a gross 


The ash of D@G 
Sutures is assayed 
to make sure that 
no traces remain 
of uncombined 
chromium nor of 
other residues of 
the chromicizing 
process. 





Obstetrical Sutures 


FOR IMMEDIATE REPAIR OF PERINEAL LACERATIONS 






[ _ suture of 40-day Kal- 
merid germicidal catgut, size 3, 
threaded on a large full-curved needle. 


BOILABLE 
No.650. Package of one tube. . $.30 


Less 20% discount on one gross or more 


Circumcision Sutures 









A 28-INCH suture of Kalmerid germi- 
cidal catgut, plain, size 00, threaded 
on a small full-curved needle. 


BOILABLE 
No. 600. Package of 12 tubes... . . $3.00 


Less 20% on gross or more or $28.80, net, a gross 


Universal Suture Sizes 
All sutures are gauged by the standard 


catgut sizes as here shown 
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*These tubes not only may be boiled but even may 
be autoclaved up to 30 pounds pressure, any num- 
ber of times, without impairment of the sutures. 


+Potassium-mercuric-iodide is the ideal bactericide 
for the preparation of germicidal sutures. It has a 
phenol coefficient of at least 1100; it is not precipi- 
tated by serum or other proteins; it is chemically 
stable —unlike iodine it does not break down under 
light and heat; it interferes in no way with the ab- 
sorption of the sutures, and in the proportions used 
is free from irritating aétion on tissues. 
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NTYLLUS, the famous Greek 
surgeon who practiced in Rome 
during the golden age of surgery (circa 
200 A.D.) was first to employ liga- 
tures in aneurysm. He recommended 
ligation of the vessel at either side of 
the sac, and evacuation of the tumor 
by incision before extirpation to pre- 
vent slippage of the ligatures through 
vascular tension. He used catgut, or 
Celtic linen purchased at a shop in the 
Via Sacra near the Temple of Rome. 


D&G Sutures 


“THIS ONE THING WE DO” 


DAVIS & GEC INC. 
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Grace Maternity Hospital, Vancouver, 

Enjoys Ideal Facilities 
Continued from Page 19 
sion is also made for unmarried mothers. Of course, 
as everyone knows, the Salvation Army has always 
been a merciful and loving mother in caring for 
these cases, and as far as care goes, no distinction 
is made. 

Colonel Louise Payne, R.N., who is in charge of 
Grace Hospital, is a woman of wide experience in hos- 
pital work, having been for fifteen years in charge 
of Grace Hospital in Winnipeg. The medical staff 
at Grace Hospital consists of the following medical 
and surgical specialists: Dr. W. S. Turnbull and Dr. 
J. W. Arbuckle, obstetricians; Dr. E. Johnson Curtis 
and Dr. R. P. Kinsman, pediatricians; Dr. C. H. 
Vrooman; Dr. G. E. Selden, surgical; Dr. E. H. 
Saunders, eye, ear, nose and throat specialist, and 
Dr. A. Y. McNair, pathologist. 

While the majority of patients received at Grace 
Hospital are residents of Vancouver, there is an 
occasional entry from other portions of British 
Columbia. Patients are admitted, irrespective of 
nationality or creed. 

The following figures go to show the great need 
this hospital has filled, and also draws 
attention to the fact that six months after it opened 
its doors it was being taxed to capacity. 

Number of patients admitted, 360; number of 
babies cared for, 330; number of girls, 162; 
number of boys, 168; twins, six pairs; number of 
non-paying patients cared for, 93. 


Prominent Medical Men Visit West 

Toronto, Ont.—A special lecture and clinical 
tour of outstanding medical men from Eastern 
Canada will be made in Western Canada this fall, 
commencing with Winnipeg. They will be present 
at the annual conventions of the Prairie Provincial 
Associations, and materially assist in the programmes. 

Their names and standing would indicate that a 
rare treat is in store for the profession throughout the 
West. 

Dr. A. Primrose, dean of the faculty of medicine, 
and former professor of obstetrics and gynaecology, 
Toronto University. 

Dr. J. C. Meakins, professor of medicine, McGill 
University, Montreal. 

Dr. Roscoe Graham, assistant professor of surgery, 
Toronto University. 

Dr. F. F. Tisdall, specialist in children’s diseases, 
Sick Children’s Hospital, Toronto. 

Dr. T. C. Routley, general secretary of the Cana- 
dian Medical Association. 

Dr. G. Harvey Agnew, secretary of the Depart- 
ment of Hospital Service of the Canadian Medical 
Association. 

They will be in Winnipeg September 10 and 11; 
Prince Albert, September 13 and 14; Edmonton, 
September 18 and 19. 

* 


* * 

Toronto, Ont.—Dr. Ruth M. Franks, of Toronto, 
has been appointed assistant physician at the local 
Psychiatric Hospital. 
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The only way 
30 years ago 











than 100BG user 


Nearly tripled in four years! There is no more 
striking evidence of the growth of the ELECTRIC 
scrubber-polisher idea than the growth of the com- 
ord that made the first power-driven floor machine. 
t is evidence, also, of the growing recognition—in 
public: institutions and business establishments— 
that cleanliness is a profitable factor of service, 
and that “‘cleanliness begins with clean floors.” 


The list of those who have adopted the FInNELL 
System of polishing and scrubbing would read 
almost like a ‘‘who’s who in business and industry.” 
It includes establishments of all kinds—hospitals 
and hotels, factories and stores, banks, bakeries and 
schools. There is no place where the public gathers 
to work, study, play, eat, sleep or be amused, where 
the FINNELL is not or cannot be used to the advan- 
tage of all concerned. 


You are paying for clean floors in your hospital. 
Why not have them? Sometimes their cost is not 
so much in dollars and cents as in diminished 


_prestige, or negligent employees. 


For every hospital there is an efficient 
and economical FINNELL System—eight 
sizes of scrubber-polishers permit adapt- 
ation to any needs. FINNELL floor main- 
tenance engineers will gladly examine 

r floors, tell you the best way to care 
or them, and show you the cheapest and 
most efficient method. To get this in- 
formation does not cost you more than 
a postage stamp. Write us to-day. 












Branches: Montreal, 
Winnipeg, Vancouver. 


It POLISHES 
It WAXEs 


It Scruss 


FINNELL 


ELECTRIC FLOOR MACHINE 
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The Maritime Conference of the Catholic 
Hospital Association 


The fifth Maritime conference of the C.H.A., 
which was held at Charlottetown on June 29, 21 and 
22, was decidedly a success. Reverend Mother 
Audet, R.N., Hotel Dieu of St. Joseph, Campbellton, 
N.B., the capable and energetic president of the 
Association, directed the activities of the convention, 
which was marked with a great deal of zeal and 
enthusiasm. 

The keynote of the proceedings was Nursing 
Education in the Maritimes, though the human and 
philanthropical phases received due attention also. 
Convenors were present from the Hotel Dieu Hos- 
pitals of Chatham, N.B.; Campbellton, N.B.; Monc- 
ton, N.B.; St. Basil’s, N.B., and Tracadie, N.B.; 
St. John’s Infirmary, St. John’s, N.B.; City Hospital, 
Charlottetown, P.E.I.; St. Martha’s Hospital, Anti- 
gonish, N.S.; St. Joseph’s Hospital, Glace Bay, N.S.; 
Ross Memorial Hospital, Sydney, N.S., and St. 
Mary’s Hospital, Inverness, N.S. 

The conference opened with mass celebrated by 
Right Reverend L. J. O’Leary, Bishop of Charlotte- 
town, who also preached a masterly and eloquent 
sermon on the mission of the Holy Ghost in the 
Church. Very Reverend Monsignor McDonald of 
Charlottetown delivered a very fine and inspiring 
address of welcome, to which the president warmly 
responded. 

The first paper on the programme was ‘Hospital 
Mentality” by Reverend John R. McDonald, P.P., 
Georgeville, N.S., who did full justice to the subject 
in his usual practical and convincing style, which 
elicited much favourable comment. ‘Hospital Hos- 


pitality”’was the theme of the next paper by Sister 
M. Beatrice of Bethany, Antigonish, N.S. Sister 
Kerr, R.N., R.Ph., of Hotel Dieu Hospital, Campbell- 
ton, N.B., presented an excellent paper treating of 
“Hospital Conferences,” which was followed by a 
demonstration in which the Hotel Dieu Sisters from 
the various hospitals of New Brunswick took part. 
At its conclusion Mother M. Ignatius, of Bethany, 
opened a lively discussion on the sane _ subject. 
Sister M. Elizabeth, dietitian of St. Joseph’s Hos- 
pital, Glace Bay, presented a paper on ‘Liquid 
Diet,”’ which was followed by a demonstration and a 
very interesting discussion by Sister Katherine, R.N. 
of St. John’s Infirmary, N.B. This closed the after- 
noon sessicn of the first day after which the delegates 
were treated with a motor trip to“‘Allanmore’’, the 
beautiful summer residence of Bishop O’Leary. 

The evening session consisted of an informal 
meeting of the Sisters with Mother Audet as chair- 
man, when the following topics were freely discussed: 
(1) ‘Pharmacy Work in Our Hospitals,” by Sister 
Kerr; (2) ‘‘Nurses’ Sodalities,’’ by Sister M. Rita, 
R.N., Directress of Nurses, St. Joseph’s Hospital, 
Glace Bay, N.S.; (3) ‘Miscellaneous Problems,” by 
Mother Audet, president, and Mother Francis Loyola 
of Mount St. Mary, Charlottetown. 

A pleasing feature of the conference was an inform- 
al visit from His Lordship Right Rev. James Morrison 
of Antigonish, who invariably takes a keen interest 
in all progressive movements. 

The first session of the second day’s deliberations 


Continued on Page 28 











ae 
wR | 





| ie a 


Si MED £5 


as a | ) 


Td 


Inviting Nursery of Grace Maternity Hospital, Vancouver 














August, 1928 THE CANADIAN HOSPITAL 


27 








| SPECIALISTS 
: in 


HOSPITAL OUTFITTING 


Eaton’s Contract Department offers a comprehensive 
service in planning and completing the furnishing of 
Hospitals. Whether it be the supplying of equipment 
for one room or the complete outfitting of a whole 
building, this department can handle it skilfully and 
expeditiously. 


Among the many hospitals who have availed them- 
selves of the services of Eaton’s Contract Department 


are: 
St. Catharines General Hospital, Hospital for Incurables, 
‘ St. Catharines, Ontario Toronto, Ontario 
Sick Children’s Hospital, Metropolitan Hospital, 
Thistletown, Ontario Walkerville, Ontario 
Toronto General Hospital, Isolation Hospital, 
Toronto, Ontario Toronto, Ontario 
Toronto Western Hospital, Sick Children’s Hospital, 
Toronto, Ontario Toronto, Ontario 
Ottawa Civic Hospital, Homewood Sanitarium, 
ttawa, Ontario Guelph, Ontario 
St. Michael’s Hospital, Grace Hospital, 
oronto, Ontario Toronto, Ontario 


For further information or for estimates communicate 
with the Contract Department at any Eaton Store. 
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opened with a scholarly and forceful address on 
Nursing Education by Reverend P. J. Mahan, S.]J., 
Regent of Loyola University of Medicine, Chicago. 
He dwelt particularly on the requirements for the 
grading of schools of nursing and how the small 
hospitals may meet such requirements. A thought- 
provoking discussion followed by Sister M. Camillus, 
R.N., Directress of Nurses, St. John’s Infirmary, 
St. John, N.B. The next number on the programme 
was a most enlivening round-table discussion opened 
by Reverend P. J. Mahan, S.J. ‘‘The Faculty of the 
School of Nursing in Small Hospitals” was the 
interesting subject of his comments, which threw a 
great deal of light on this very practical phase of 
hospital problems. 

The afternoon was also devoted to round-table 
discussions in which the weak points in our nursing 
education were discussed, with Father Mahan acting 
as chairman. The second evening session was also 
an informal meeting of the Sisters with Sister M. 
Camiilus as chairman, who also gave an interesting 
report of Nursing Education in New Brunswick. 
A demonstration on ‘‘Lesson Planning and Teaching 
in Schools of Nursing’’ was given by Sister M. Jovita, 
Directress of Nurses, St. Martha’s Hospital, Anti- 
gonish, which was followed by a round-table discus- 
sion, presided over by Sister Carroll, Instructor of 
Nurses, Hotel Dieu Hospital, Montreal. The morn- 
ing session of the last day was splendidly covered by 
Dr. Helen McMurchy of Ottawa, who gave a very 
fine address on ‘‘Child Welfare in the Department of 
Health of C.inada,”’ and Dr. G. Harvey Agnew, 
Secretary of Hospital Service Bureau, Canadian 
Medical Association, Toronto, who gave a wonderful 
talk on ‘‘A New Development in Canadian Hospital 
Life.’’ Both addresses were particularly instructive 
and of great practical value io hospital workers in 
general. Business meetings, election of new officers 
and committees, a visit to the scientific and com- 
mercial exhibits of Prince of Wales College, and a 
pleasant drive to Falconwood closed a very splendid 
programme. 

Officers Eiected 

The new officers elected for the ensuing year are: 

President, Sister M. Camillus, R.N., Directress of 
Nursing School, St. John Infirmary, St. John, N.B. 

ist Vice-President, Sister M. of the S. Heart, 
R.N., Superintendent of St. Mary’s Hospital, Inver- 
ness, C.B. 

2nd Vice-President, Sister Kerr, R.N., Directress 
of Nursing School, Hotel Dieu of St. Joseph, Camp- 
bellton, N.B. 

3rd_ Vice-President, Sister M. David, R.N., 
Directress of Nursing School, Halifax, Infirmary, 
Halifax, N.S. 

Secretary-Treasurer, Sister Monn, R.N., St. John 
Infirmary, St. John, N.B. 

Executive, Sister Audet, R.N., Hotel Dieu of 
St. Joseph, Campbellton, N.B.; Reverend Mother 
Loyola, Superior, Mount St. Mary’s, Charlottetown, 
P.E.I.;--Sister Ann Seton, R.N., Superintendent, 
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Halifax Infirmary, Cobourg Branch, Halifax, N.S.; 
Sister M. Jovita, Directress of Nursing School, St. 
Martha’s Hospital, Antigonish, N.S., Sister Louise 
Gertrude, R.N., Directress of Nursing School, Hotel 
Dieu de l’Assomption, Moncton, N.B. 

Convenors of the Committees: Nurse Education, 
Sister Audet, R.N.; Pharmacy, Sister Kerr, R.N.; 
Dietary, Sister M. Elizabeth, St. Joseph’s Hospital, 
Glace Bay, C.B.; Records, Sister Shannon, R.N., 
Hotel Dieu of St. Joseph, Campbellton, N.B.; 
Laboratory, Sister Hickey, R.N., Hotel Dieu of St. 
Joseph, Chatham, N.B.; X-Ray, Sister Immaculata, 
St. Martha’s Hospital, Antigonish, N.S.; Publicity, 
Sister John .Baptist, Bethany, Antigonish, N.S.; 
Sodalities, Sister M. Rita, R.N., Directress of Nursing 
School, St. Joseph’s Hospital, Glace Bay, C.B.; 
Maritime Guild of C. Nurses, Reverend J. R. McDon- 
ald, Georgeville, N.S.; Constitutions and By-laws, 
Sister M. Camillus, R.N. 


Modern Training School added to 
Hospital at St. Boniface, Man. 


Very handsome and modern is the spacious 
training school for nurses which has recently been 
erected in Western Canada at St. Boniface, Man. 
The official opening took place the end of February 
and Hon. T. A. Burrows, Lieutenant-Governor, 
officiated. The building, which is of-a reinforced 
concrete skeleton type of construction, built on: piles 
driven down to rock bottom, has a frontage of 118 
feet and a depth of 135 feet. It is a five-storey 
structure of brick and stone, accommodation being 
provided for 166 nurses. The main entrance to the 
building is approached by a flight of stone steps, 
having an ornamental balustrade. An office is 
located at the entrance hall, where an attendant will 
be on continuous duty, operating the telephone 
switchboard, attending calls and looking after the 
nurses’ record board and mailing system. Six trunk 
telephone lines enter the building. . 

There are two pleasant reception rooms, finished 
in oak, with hardwood floors. A large screened 
verandah extends along one end of the larger recep- 
tion room, and adjoining the entrance hall is the office 
of the superintendent of nurses, with a suite of rooms, 
also a small consultation room. The balance of the 
ground floor is devoted to the library, demonstration 
room, which is equipped with various kinds of 
apparatus required for the instruction of nurses, a 
large lecture room for class purposes, a fully equipped 
room for the study of dietetics, a room for the study 
of chemistry, physics and other science subjects, 
while there is a small suite of rooms for nurses who 
are in ill-health. 

The school is connected with the hospital by a 
tunnel onsthe basement floor level, which will be a 
great »benefit to the nurses on their daily journeys 
from one building to the other. There are two dining- 
rooms on the main floor of the school, with accommoe 
dation for 150, the seating capacity of the main hall 
being 120. A service kitchen is situated between the 
two dining-rooms. After considerable study in 
connection with the best method of serving meals, it 
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Who Would Trade in a Snook ? 


An extract from a report by a 
Victor representative, following his 
call on one of the largest clinic in 
the country: 


“I just returned from ——— 
clinic and find the Snook Trans- 
former that was installed in 1924 
gtinding out as strongly as ever. 
OnTuesday they rantwo hundred 
chests, which called for four hun- 


dred exposures. 


“I want to call your special at- 
tention to their 100 M. A. Cool- 
idge Tube which they have been 
using on their Snook machine not 
quite a month. Radiographs of 
3695 patients, or a total of 7308 
exposures, were made with this 
tube and it is still going strong.” 


To give such consistent service a 
machine must be correct in design. 


FEW months ago a Victor representative called 

on a physician who for several years had been 

using a Snook machine in his completely equipped X-ray 
laboratory. 

This physician, being successful both professionally 
and financially, had come to the conclusion that inas- 
much as he turns in his auto every other year or so, to 
get the advantages of the latest model, it was high time 
that he turned in his Snook for the same reason. The 
idea was soon dispelled, however, when the doctor was 
informed that even though he had purchased his Snook 
ten years ago, it would be equal to all demands of 
present-day technic in radiographic diagnosis. 

The Snook stands alone in this respect, and users in all 
parts of the world attest to the economy of their original 
purchase, also to the advantages in having a machine 
with which they can produce radiographic results 
second to none, and continue to do so consistently. 

There is only one SNOOK! 


VICTOR X-RAY CORPORATION 


Manufacturers of the 


and complete line of X-Ray Apparatus 


Tube Physical Therapy Apparatus, Electroe 
cardiographs, and other Specialties 


2012 Jackson Boulevard Branches in all Principal Cities Chicago, Illinois, U.S.A. 

















A GENERAL ELECTRIC 


ORGANIZATION 
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Addition of Training School to St. Boniface Hospital 


up-to-date ironing boards, each having its own 
electric power connection. A reception room, 30 x 50 
feet, is also located in the basement, which may be 
used by the nurses for basketball and other indoor 


was decided that the cafeteria system be adopted, as 
it would enable the nurses to have their meals with 
the least possible delay and at the same time give 
them an opportunity to have their favoured dishes, 
either hot or cold, under the most favourable condi- 
tions. In this connection, the most up-to-date system 
has been installed, including toasters, steam tables, 
tea, coffee, milk and water urns, butter receptacles 
and other modern contrivances. The service kitchen 
is equipped with electric refrigerator and other 
appliances, all of which have been made of “‘monel- 
metal.” The floors throughout the building are of 
terrazzo, with a white tile base at the wall line. The 
only exception to this is the reception rooms. 

In a room adjoining the main dining hall there is a 
cabinet which provides space for the serviette and 
dishes of each nurse. There are monelmetal sinks in 
this room to permit of the washing up of the dishes 
by the nurses, a drying cabinet for dish towels, and 
a medicine cabinet. Provision also has been made for 
the sterilization of dishes. 

One of the features of the office of the school is 
the monelmetal board, on the operator’s desk, with 
push buttons arranged according to the floors end 
with numbers corresponding with each room. From 
this board a nurse can be communicated with. The 
same arrangement is used on the nurses’ record board 
and the rack containing mail for the nurses, the 
numbers of each corresponding with the push-button 
board. In addition, there is an electric time clock 
which acts as the master for clocks on the other 
floors of the building. Another innovation is a 
device from which bells may be automatically rung 
in a single or group of rooms at predetermined hours 
during the day. 

There is a large sewing-room and a small laundry 
in the basement for the special use of nurses. The 
latter contains laundry tubs, a clothes dryer, and four 


games. Adjoining this is a large kitcherette, con- 
taining an electric stove, refrigerator, sinks, cup- 
boards and a series .of individual receptacles, etc. 
Adjacent there is a cloakroom, for the use of the 
visiting physicians of the institution, who will use 
the recreation room for luncheons, meetings or lectures. 

The four upper floors are uniform, with the excep- 
tion of a special small suite of rooms on the second 
floor and a small kitchenette on the third floor. The 
four floors of bedrooms provide sleeping accommoda- 
tion for 166 nurses in 112 single and twenty-seven 
double rooms, each having its own individual clothes 
closet. Each floor has a sitting-room, a utility closet 
and linen room. On the second floor there are two 
large balconies, which are brightened up by a floor of 
red quarry tile, while smaller balconies are located at 
the staircase landing and the end of the corridors on 
each floor. 

Two enclosed fireproof staircases are finished with 
slate treads, mosaic tile strings, iron balustrade and 
oak handrail, continuous without newels from top 
to bottom. 


KinGston, Ont.—Nokomis Lodge, the palatial 
summer hore of Dr. and Mrs. William H. Nichols, of 
New York, has been presented to the Kingston 
General Hospital in return for courteous service 
rendered the Nichols family. The Hospital Board 
has decided to open it immediately as a home for 
business men or tourists in need of rest. With the 
lodge goes all the furnishings and the grounds which 
make up one of the most beautiful estates in the 
Thousand Islands. It is valued at more than 
$170,000. 
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The Canadian Group No. 2 


Small Hospital 
Laundry Equipment 












Accepted as standard 
throughout 
the Hospital World. 


Quotations and Specification 
sheets gladly furnished 
on request. 


The CARASEAS LAUNDRY MACHINERY COMPANY LIMITED 


47-93 Sterling Road, TORONTO 2, Ont. 























PE R E T The result of many years of experimenting to perfect a mattress 
F C that would meet every hospital require- 
i ment—and more—and yet be low 

priced in comparison with 
quality and length 


of service. 







Spring Mattresses 


The illustration 
shows the su- 
perior construc- 
tion of Perfect 


“‘We keep awake that 
others may sleep.’’ 


: The ore Feather & 
Mattress Co. Limited 


Toronto : : Ottawa 


SpringMattress- 

es, whichensures 
the greatest pos- 

sible comfort to 
the patient. If 
your dealer does 
not handle, 
write us direct. 
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Successful Convention of Alberta Hospital 
Association at Calgary 


The Annual Convention of the Alberta Hospital 
Association was held in the city of Calgary, Monday 
and Tuesday, June 25 and 26. Dr. Baker, superin- 
tendent of the Alberta Central Sanatorium at Robert- 
son, presided. 

There was a splendid exhibit of hospital sup- 
plies, this being the second year in which this sort 
of thing has been attempted. The exhibitors ex- 
pressed themselves as well satisfied with the results 
achieved, and stated without exception that the 
efforts put forth to effect the set-up had been well 
worth while. Several of the hospitals had exhibits. 
These were confined chiefly to special. things which 
the individual hospital had devised or made. 


Recommendations re Per Diem Grant 


Dr. Gow, superintendent of Calgary General 
Hospital, introduced the subject. ‘The Grading of 
Hospitals with a view to a more. Equitable Division 
of the Per Capita Per Diem Grant.” The speaker 
was of the opinion that the Provincial Government 
should classify hospitals with special reference to 
equipment and nature of work attempted and carried 
out. He pointed out that it was pre-eminently 
unfair for a hospital which was providing only the 
bare necessities for treatment to be allowed the same 
per diem grant by the Government as one which 
had gone to the expense and trouble of setting up 
more elaborate scientific apparatus. The following 
resolution was presented by the speaker: 

“That the Legislative Committee of the Alberta 
Hospital Association be instructed to recommend to 
the Health Department of the Provincial Government 
that approved hospitals in the Province of Alberta 
be paid a per diem per capita grant as follows: 

1. All approved hospitals to be paid as at 
present fifty cents per patient per day. 

2. Approved hospitals operating a Training 
School, or Laboratory or an up-to-date X-ray 
Department, be paid an additional ten cents per 
patient per day. 

3. Approved hospitals operating a Training 
School and Laboratory, or Training School and 
up-to-date X-ray Department be paid an addition- 
al grant of twenty cents per patient per day. 

4. Approved hospitals operating a Training 
School, Laboratory and up-to-date X-ray Depart- 
ment be paid an additional grant of thirty cents 
per patient per day. 

“The Responsibility of the Hospital to the 
Surgeon and of the Surgeon to the Hospital” was dealt 
with in a very effective manner by Dr. D.S. McNab, 
of Calgary. He laid special emphasis on the desir- 
ability of the operating room service providing a 
graduate nurse thoroughly competent in surgical 
technique to be in charge of each major operation. 
He expressed the hope that the time would soon be 
here when each hospital would have a competent staff 
of internes. 


Dr. T. R. Ross, of Drumheller, spoke on the sub- 
ject “‘The Contribution made by the Municipal 
Hospital to the Professional Success of the General 
Practitioner.’ The doctor was well qualified to 
speak on this subject inasmuch as he has for years 
had a large practice in the country, and has been 
privileged to treat his patients in one of the many 
rural municipal hospitals. The doctor spoke in very 
praiseworthy terms of the splendid work which these 
hospitals are doing. 

Mr. Allan Fraser, of Calgary, a layman who has for 
years been interested in hospitalization, outlined what 
he considered the hospital should furnish the patient 
for the per diem rate. Mr. Fraser was of the opinion 
that whether the patient could pay or not, that all 
services in the institution should be available to him 
and that extra charges should be kept at a minimum. 

The question of the desirability of establishing a 
Health Inventorium was introduced by Dr. A. E. 
Archer, of Lamont. The speaker thought that the 
time had come for hospitals to take a more active 
part in preventive medicine, and he was of the opinion 
that the Health Inventorium was one of the ways in 
which this could be most readily done. He stated 
that if people could be periodically examined that a 
great deal of sickness might be prevented. 

Dr. M. R. Bow, deputy minister of public health 
for the province, gave a most interesting and inspiring 
address on “‘The Advantages of Full Time Service 
in Public Health Work.” 


Additional Training for Nurses 


A committee appointed at the 1927 Convention 
to look into the question of the desirability of training 
pupil nurses in mental and T.B. work reported that 
in their opinion it was very desirable and necessary 
that all nurses before graduating be given a reasonable 
amount of training in these two branches of work. 

Mrs. J. Gibson, of George McDougall Hospital, 
Smoky Lake, read a very interesting paper on ‘“‘Some 
Problems of the Small Hospital on the Frontier.’ 
The hospital with which Mrs. Gibson is associated 
is situated in a very large colony of new Canadians, 
and she gave in very interesting manner, many 
accounts of patients received whose cases had been 
long neglected. She cited one case in particular of a 
small boy who was suffering from a compound fracture 
of his leg. The accident had occurred some ten days 
before his admission to the hospital, and the parents 
had applied a mixture of cabbage leaves, moss and 
fertilizer, and had tied the leg up with old cotton 
cloths. When this so-called dressing was rmoved 
by the surgeon and nurse, the wound was found to 
be full of maggots. In spite of this crude treatment, 
the boy made a good recovery and was discharged 
cured several weeks later. : 

Dr. H. R. Smith, superintendent of the Royal 


‘Alexandra Hospital, Edmonton, gave a short address 


Continued on Page 36 
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Hospital Superintendents 


should instruct their Nurses and Domestics 


to use 
GILLETT’S tac LYE 
FLAKE 
| for disinfecting sinks, closets and drains. _It is also ideal for the cleansing of urinals 


and bed pans—in fact, any vessel that requires disinfecting. Gillett’s Flake Lye 
should always be used for scrubbing hospital bath tubs and operating room floors. 


For cleansing and disinfecting, dissolve one 
teaspoonful of Gillett’s Lye in two gallons 
of water. The fine crystal flakes dissolve 
instantly in hot or cold water. 


Beware of Imitations 





Made only by 


E. W. GILLETT COMPANY LIMITED 


TORONTO, CANADA 
| WINNIPEG MONTREAL 












































Complete Office Equipment 


Your hospital rating is greatly enhanced by a well equipped office and 
record-keeping system. Let ‘‘Office Specialty’’ help you to get 100% 
efficiency in this phase of your service. 

Tell us your filing or record-keeping problem and we will give you the 
facts on how to solve it most effectively. Complete office equipment service. 








We make and sell direct: 


Desks 

Chairs 

Filing Cabinets 

X-Ray Files 

Steel Counter Files 
Steel Shelving 

Safes 

Steel Storage Cabinets 
Visible Record Systems 
Card Index Supplies 


Ask for particulars on our complete line 
of Steel Files. 


@)FFICE SPECIALTY MEG. 


Head Office and Factories: Newmarket, Ont. 


Branches: Toronto, Ottawa, Montreal, Quebec, Halifax, 
The “Office Specialty’’ Efficiency Desk Hamilton, Winnipeg, Regina, Calgary, Vancouver 
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News of Hospitals and Staffs 


A Condensed Monthly Summary of Hospital Activities, Building 
and Extension Plans and Personal News of Hospital Workers. 
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Editor's Note: Contributions of items Es publication in this department will be gladly received. 
Please address, The Canadian Hospital, 454 King Street West, Toronto. 


Catcary, ALTA.—Officers elected when the Al- 
berta Association of Registered Nurses met in Calgary 
in connection with the Hospitals and Workers’ 
Association are: Miss E. McPhedran, of Calgary, 
president; Miss Edna Augur, of Medicine Hat, 
vice-president; Miss Sadie Macdonald, of Calgary, 
second vice-president; Mrs. Elizabeth Clark, of 
Edmonton, treasurer and secretary; Miss Munro, 
Miss A. Fernwick and Sister Laverty of Edmonton, 
complete the executive. 

Ge a" 

CaLGARY, ALTA.—Construction of a large new 
wing at the Holy Cross Hospital, and complete re- 
modelling of other parts of the building at an approxi- 
mate cost of $300,000, will be started in the near 
future, according to the Board of Directors. 

* * * 

CHAPLEAU, Ont —Miss S. B. Cullen, who for the 
past five years has been on the nursing staff of the 
Lady Minto Hospital at Chapleau, has been appointed 
matron of that institution to succeed Miss Sarney, who 
has left to occupy a similar position at Cochrane. 

* # * 

CHARLOTTETOWN, P.E.I.—The Canadian Medical 
Association met in Charlottetown in June, and it was 
announced that funds had been secured to pay for 
two additional men to be attached to River Glade 
Sanitarium in New Brunswick as diagnosticians. The 
resignation of Dr. George J. Wherret, of Moncton, 
director of the Maritime Tuberculosis Educational 
Committee was accepted to take effect on his return 
from Europe next fall. In the meantime Miss Madge 
McCourt, R.R.C., R.N., Moncton, will carry on his 
duties. Dr. P. A. Creelman was appointed full time 
health officer and diagnostician for Prince Edward 
Island. 

* * * 

CoLLINGwoop, Ont.—During the latter part of 
June, the corner stone of the McCarthy wing of the 
G. & M. Hospital was laid by the president of the 
Board of Trustees. Later in the fall, upon the com- 
pletion of the wing, it is expected to have a formal 
opening, when it is hoped that Mr. Leighton McCar- 
thy, K.C., will be present. 

* * * 

CORNERBROOK, NFLD.—Dr. C. W. D. MacKenzie, 
of the Royal Victoria Hospital, Montreal, has been 
tendered the position of consulting urogolist of the 
Cornerbrook Hospital of the International Power and 
Paper Company of Newfoundland, Limited. This is 
the only hospital on the west coast of Newfoundland 


and is available for all its inhabitants as well as the 
3,500 employees and families of the company. 
* x * 


DuRHAM, ONT.—Miss Marian Petty has resigned 
from the superintendency of the Royal Alexandra 
Hospital at Fergus, a position which she has held for 
some years. Miss Mabel Anderson, a former gradu- 
ate of the Royal Alexandra Hospital, is the new 
superintendent, her duties commencing July 1. 

* * * 

InDIAN HeEApb, SasK.—Miss Jean M. Campbell, 
R.N., who has been superintendent of the Indian 
Head Union Hospital for the past five and a half 
years, has left for Chicago where she will assume new 
duties in the Washington Park Hospital. 

. * * 


LEAMINGTON, OnT.—Dr. Neil Laurie, of Leaming- 
ton, has been appointed to the staff of the Western 
Hospital, Toronto. 
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MonTREAL, QuE.—Miss Frances L. Reed, for the 
past three years instructor-in-chief for nurses at the 
Montreal General Hospital, will assume the post 
of superintendent of nurses in that hospital on the 
first of August. 


* * * 


NELson, B.C.—Miss C. Kettles, for six years 
matron of Virden Hospital, has been appointed super- 
intendent of the Kootenay Lake General Hospital at 
Nelson, where she has already assumed her duties. 


* * * 


Winpsor, Ont.—A grant of $50,000 from the 
Provincial Government to the Essex County Tube.- 
culosis Sanatorium has been announced. This gift is in 
accordance with a promise made by Premier Ferguson 
that if $50,000 were raised locally the Province 
would contribute a like sum. 


* * * 


OsHAWA, OnT.—Mr. G. D. Conant, who has been 
chairman of the board of the Oshawa General Hospital 
for the past year, has now been elected president, 
succeeding Mr. J. D. Storie, who has been elected 
honorary president. 


* * * 


PorTaGE La PrartriE, Man.—Miss Durham, of 
Brantford, Ont., has been appointed superintendent 
of the operating room/and head surgical nurse of the 
Portage General Hospital. Miss Durham assumed 
her duties in July. 


* * * 


ReEGinA, SAsK.—Miss Drusilla Russenholt, R.N., 
will take charge of the Red Cross outpost hospital 
at Meadow Lake. From Prince Albert she has to go 
120 miles to the outpost via mail stage. 


* * * 


REGINA, SAsK.—Representatives of twenty-five 
hospitals in the province will attend the annual 
meeting of the Saskatchewan Hospital Association, 
which is to be held in the fall in Regina. A definite 
date for the meeting has not been set but it is indicated 
that it will take place in October or November. 


* * * 


SUMMERSIDE, P.E.I.—The annual meeting of the 
Registered Nurses’ Association was held in Summer- 
side in June. Officers elected for the coming year 
are: president, Mrs. W. A. Allen, Summerside; 
vice-president, Miss King, of the City Hospital, 
Charlottetown; secretary, treasurer and registrar, 
Miss Anna Mair, superintendent of the P.E.I. 
Hospital, Charlottetown. 


* * * 


Toronto, Ont.—Col. C. McMane, M.D., for 
years in charge of the work for invalided soldiers at 
Christie Street Hospital, Toronto, has been appointed 
district administrator for military district No. 2, 
and will have complete charge of every branch of 
the soldiers’ rehabilitation work in Toronto. Col. 
H. S. Cooper is his second-in-command. — 
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Side view of Laval Hospital showing Taschereau Building at left 


Laval Hospital Buildings Are 
Thoroughly Modern 


Laval Hospital, at Ste. Foy, Quebec, was opened 
on June 6, 1918, with a capacity of 125 beds and these 
beds were so quickly filled that the first building soon 
proved too small for the number of patients in need of 
care. 

This hospital receives patients who are suffering 
from tuberculosis and their purpose is to receive them 
at as early a stage as possible. It is then their 
endeavour, by means of suitable treatment, regula- 
tion and routine, interesting surroundings, teaching, 
training and encouragement to arrest 
_ the disease, improve their condition, increase their 
resistance, accustom them in right modes of living 
and enable them, if possible, to make a favourable 
and successful start in ordinary life and work again. 

Therefore, when the accommodation became 
inadequate, another unit, called ‘“Taschereau Build- 
ing,’’ was erected in 1924. The new building had 
equal capacity to the former one and so offered 
accommodation for 250 patients. 

Dr .Arthur Rousseau, dean of the medical faculty 
of Laval University, with the help of His Grace, 
the late Archbishop P. E. Roy, and a few other 
gentlemen whose ambition was to relieve suffering 
humanity, were the generous promoters of the good 
work. 

The location of the hospital is an ideal one, being 
away from the city’s dirt, noise and smoke. The 
grounds are beautifully laid out in lawns and walks, 
bordered with trees and shrubs. Enjoying the ad- 
vantage of exhilarating dry air, blue sky and bright 
sunshine, the tuberculous patients can, with com- 
fort, live an open-air life, which is of course, of vital 
importance in arresting tubercular activity. 

Neither thought nor expense has been spared 
on designing, constructing and equipping all buildings 
with every essential for the treatment and hygienic 
comfort of patients. 

The hospital is incorporated and its property, 
income and management are under the control of a 
board of directors, composed of prominent business 


men. 
The Sisters of Charity of Quebec are in charge 


of the institution and since 1918, 3,325 patients have 
been admitted. Sr. St. Gertrude is the superintendent 
and the board of directors is composed of: Honour- 
able L. A. Taschereau, Prime Minister of the Province 
of Quebec, president; Arthur Rousseau, M.D., medical 
superintendent; Honourable Judge Ferdinand Roy, 
secretary; Mr.J.A.LaRue,C. A., treasurer;  L. P. 
Turgeon; J. M. McCarthy; J. H. Fortier. 

The present members of the medical staff are: 
Dr. Arthur Rousseau, superintendent; Dr. Roland 
Desmeules, physician-in-chief; Dr. Alphonse L’Esper- 
ance, assistant radiologist; Dr. Arthur Simard, sur- 
geon-general; Dr. S. Gaudreau, dentist; Dr. N. A. 
Dussault, oto-reno-laryngologist; Dr. R. Pelletier, 
intern. 


Successful Convention of Alberta Hospital 
Association 
Continued from Page 32 

on “The Cost of Sickness.”” The speaker reminded 
the delegates of the well known fact that the cost of 
doctors’ services and that of hospitalization had in- 
creased markedly in the last twelve or fifteen years, 
and that many patients of moderate means were 
finding it difficult to meet their obligations. The 
doctor suggested that satisfactory measures looking to 
the permanent relief of this state of affairs must have 
as their basic principles (1) A co-operative scheme 
whereby citizens when well would contribute to 2 
fund which could be used for their mutual benefit 
when sick; (2) The co-ordination of all health services 
including (a) hospitalization; (b) nursing and medical 
care; (c) preventive health activities. 

The Convention of the Alberta Association of 
Registered Nurses, and the Alberta Health Officers was 
held at the same time and place as that of the Hospital 
Association. On Monday at noon, the graduate 
nurses of the city of Calgary gave a luncheon to the 
delegates of the three Associations at the Palliser 
Hotel. Mayor Osborne, of Calgary, addressed the 
luncheon. Good fellowship was the keynote of this 
occasion, and all heartily enjoyed themselves. On 
Tuesday at noon, motor cars conveyed the delegates 
up the valley of the Bow River a distance of ten 
miles to the Alberta Central Sanatorium where a 
splendid luncheon was served under the direction of 
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the congenial president of the Hospital Association, 
Dr. Baker. A short programme followed this lun- 
cheon, and then the delegates were shwon through the 
Sanatorium. 

The Convention adjourned to meet again in the 
year 1929. 


News of Hospitals and Staffs 


TIMMINS, ONT.—Miss Morris, formerly superin- 
tendent of the Lady Minto Hospital at Timmins, has 
accepted a position as instructress of the training 
school of the Oshawa Training School. 

* * * 

Toronto, OntT.—Under a recommendation of the 
Ontario Department of Health, the Ontario Cabinet 
has passed an Order-in-Council appointing several 
registered nurses as members of a Board of Exam- 
iners, under the nursing training school legislation. 

* * * 


WAINWRIGHT, ALTA.—The new Wainwright Muni- 
cipal Hospital was officially opened in June. Miss 
I. M. Huxley is superintendent, and, although the 
hospital is not large, it is very efficiently equipped 


and fills a much needed want in this locality. 
* * * 


WINNIPEG, Man.—Plans for the enrolment of 
Canadian nurses for emergency service in times of 
provincial and national disaster, or of war, were 
approved at the biennial meeting of the Canadian 
Nurses’ Association which was held in Winnipeg in 


July. 


The 
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find “Silent” Alcohol gives better 
results, more economically. 


Only Gold Medal Alcohol gives you 
“Silence”—the quality that makes it 
superior to all others. 
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HOSPITAL 
Laundry Equipment 





Thor Heavy Duty Hospital Washer 
$350.00 


Low in Cost—Economical in Use—Portable— 
No Installation Cost—Saves Wages—Makes 
Linens last 65% longer. 





The Heavy Duty Hospital Ironer 
$225.00 


Even large hospitals, equipped with built-in 
laundries, find that they can save considerable 
money by using Thor equipment for their finer 
and more expensive linens, and for quick emer- 
gency calls for freshly laundered supplies. 


Write us to-day and we will send you full 
information about Thor Heavy Duty 
Laundry Equipment. 


Electric Household Utilities 
Corp. of Canada, Limited 
371 Yonge Street - Toronto 
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Let’s size up 
your starching 
situation » 


Starching the ordinary 
way is out of date. Hospitals 
who are sizing coats, aprons, 
caps, gowns, uniforms, etc., 
instead of starching them, 
are now in the majority. 
Many use Satin Finish raw 
over the wheel, and some 
prefer to cook it—doesn’t 
matter which method you 
wish to use, the point is that 
Satin Finish will size your 
apparel and linens in much 
shorter time, with less work 
and more economically. And 
when you see the beautiful 
soft sheen, smooth as satin, 
absence of smeary streaks, 
high-lights — not a _ single 
objectionable evidence of 
stiffening, you will never 
again be satisfied with ordi- 
nary starching. 


When you can make ap- 
parel and linens look like 
new and wear longer by 
sizing with Satin Finish, why 
starch them? 


THE KEEVER STARCH COMPANY 
Hospital Department 
COLUMBUS, OHIO, U.S.A. 


NOTE—Have your Superintendent or Laundry 
Manager write for Free 3-pound Sample. 
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Properties of Blue 


By F. H. GUERNSEY 
Chief Chemist, The Cowles Detergent Co. 











Awise laundry manager will pay considerable atten- 
tion to the selection of his blue, for the colour of an 
otherwise properly washed load may be spoiled in 
the bluing operation. 

In the selection of blue, the water conditions, 
formula, etc., must be considered along with the 
composition of the blue. 

The older methods of bluing employed the inor- 
ganic blues, but these have been largely superseded 
by the modern aniline colours. 

Ultramarine Blue 

This is an inorganic blue prepared by fusing a 
mixture of clay, soda ash and sulfur. Variation of the 
ratio of the different components and degree of fine- 
ness produce variations in the shade produced. It is 
insoluble in water, but is capable of suspending itself 
colloidally in water and is thus applied as a colloidal 
suspension. 

Chlorine bleach changes the colour toward a red 
shade. Sours decompose it. In other words, ultra- 
marine blue is dissolved by weak solutions of sour, and 


THE CANADIAN HOSPITAL 


39 


is not suitable as a sour blue. It is therefore a non- 
sour blue, but on the other hand, strong alkalies will 
tend to fade out the colour. Hard water will affect 
the shade. In some cases where an excess of soda ash 
is used in its manufacture, the colour will fade out 
considerably, and the soda ash will promote greater 
yellowing and tendering of the goods. In practice it 
is better to pull the goods from the blue water rather 
than drain the load, as some settling of the colour may 
occur, and the upper layer will tend to strain out or 
filter the colour so that the shade produced will be 
uneven and cloudy. 
Prussian Blue 

There are two varieties of this colour, the soluble 
and insoluble types. The insoluble variety should not 
be used in textile souring, and the soluble variety is 
one of the poorest blues available. The chief reason 
for this is that these blues contain considerable iron, 
which eventually appears in the goods as iron stains, 
which are precipitated by alkali. Oxalic acid is 
frequently used to increase the solubility of the colour, 
but the opportunities for troubie to develop are many. 

Aniline Blue 

The wide range of shade and variety of types, 
coupled with great solubility, makes this class of blue 
by far the best. The tinctorial power is high, and it is 
not necessary to use much material in weight. It is 
necessary, however, to select a blue or combination of 
blues which will give the desired shade without bluing 
too fast, or in other words, approaching actual 
dyeing, and the blue selected should be entirely 
removed by the washing and bleaching of subsequent 
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Position Open 


AZNOE’S OPPORTUNITIES FOR NURSES: (a) Anesthetist 
wanted in Chicago hospital; open salary. (b) Assistant to 
Directress wanted in Greater New York; 110-bed general 
hospital; New York registration required. (c) Charge Nurse 
for day duty, New York ag 200-bed hospital; $100 to start. 
(d) Chicago hospital needs Night Supervisor; $100. (e) New 
England hospital seeks Pediatric Supervisor with executive 
experience; $100. (f) Iowa 50-bed hospital has vacancy for 
Night Supervisor; $100. (g) Institution for delinquent women 
requires nurse for inmates; eligible for New York registration, 
under 35, familiar with venereal and maternity work; $85 up. 
(h) Delaware 50-bed hospital needs Operating Room Supervisor 
who will also supervise Maternity Department; $100 to start. 
pleasant living conditions. No. 1890 Aznoe’s Central Registry 
for Nurses, 30 North Michigan Avenue, Chicago. 





Diplomas 
DIPLOMAS—ONE OR A THOUSAND—IIlustrated circular B 
mailed on request. Ames & Rollinson, 206 Broadway, New 


York, N.Y. 





Schools of Instruction 
WOMAN'S HOSPITAL IN THE STATE OF NEW YORK, 
West 110th St., New York City (155 gynecological beds, 50 
etrical beds). 
obefiliations eB to accredited training schools for three 
months’ courses in obstetrics. 
POST-GRADUATE COURSES 

Six months in gynecology, obstetrics, operating room technic, 
clinics and ward management. Three months in obstetrics. 
Three months in operating room technic and management, 
Theoretical instruction by attending staff and resident instructor. 
Post-graduate students receive allowance of $15 monthly and 
full maintenance. E 

Nurse-helpers employed on all wards. For further particulars 
address, Directress of Nurses, Woman's Hospital. 
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JOHN MADDOCK & SONS, LTD., ENGLAND 


We specialize in Institutional Equipment and 
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284-6 Brock Avenue - TORONTO 
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washing, so that no trace of grayness or yellow 
discolouration will remain. 

The sour blues are mostly basic, i.e., alkaline 
dyes. 

The non-sour blues as we find them on the market 
are acid aniline dyes having certain necessary quali- 
ties. Normally these certain types are not affected 
by weak alkalies or acids, but under the conditions 
which exist in using them, more or less erratic results 
are derived. The principal trouble seems to be in the 
carrying over of bleach and alkali into the blue bath. 
When sours are used, however, both the alkali and 
the bleach are decomposed, or neutralized, so there is 
a certain assurance that these materials will not affect 
the shade produced. However, alkali and bleach are 
depended upon in the regular washing process to 
remove blue which was added to the goods in an 
earlier washing. Therefore, it is obvious that they 
should be absent when one is trying to blue. 

A common result in the failure of the non-sour 
blue is production of a gray colour which may build 
up and be very hard to remove. 

We also have evidence that improper blues are 
partially responsible for black points in collars. 

Inasmuch as there are probably 2,000 or 3,000 
different types of aniline blues available, there is 
considerable variation in the composition of some of 
the blues on the market. A certain brand may even 
vary in composition from time to time, due to either 
lack of knowledge of the requirements or failure to 
examine raw materials closely. 

To be on the safe side, a sour blue is generally 
preferred, and the function of the sour is to first clear 
the liquor of bleach and alkali and then increase the 
absorption or attraction between the fibre and the 
colour. When this is accomplished the dye goes on 
more evenly and the tint is more uniform. y 

About the Blending of Blues in Manufacture 


Most of the blues obtainable upon the market are 
mixtures of two or three dyes, say a blue, a green, and 
a red. Sometimes a violet will predominate. The 
matter of tint or shade is largely a matter of individual 
preference, but it should be governed also by the shade 
of yellow to be masked. 

In compounding the blue, emphasis must be 
placed upon the degree of fastness of the various 
colours selected. “Direct colours” which dye cotton 
quite fast without the aid of a mordant are not 
recommended because of the difficulty of later re- 
moval. Neither the ‘‘acid’’ nor “‘basic”’ dyes exhibit a 
great natural fastness for cotton and these classes are 
in most common use. The modifications of cellulose, 
however, if present in any considerable degree will 
produce fluctuations in the results obtained. For 
instance, oxycellulose will repel the “‘acid’’ dyes but 
has a strong affinity for the ‘‘basic’’ dyes. 

The basic colours give best results in an acid 
medium and have therefore been commonly called 
“sour blues,’’ as previously cited. Most of the com- 
mon “‘acid’’ dyes may be used in either acid, neutral, 
or slightly alkaline solutions, and they are generally 
called ‘“‘non-sour blues.”” However, both types are 
frequently found in ‘‘sour”’ and ‘‘non-sour’’ blues. 
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Safeguards in Bluing 

As most of the aniline dyes take hold more 
vigourously in hot water, the bluing should be 
conducted in cold or warm water. 

A variation in the acidity of a bluing bath will 
produce a variation of tint, so it is necessary for best 
results to carefully control the use of sour and main- 
tain uniform concentrations in the wheel. 

The function of the acid in the bluing bath varies 
with different types of dyes. In the case of the basic 
colours, it slows up the rate of absorption of the dye 
by the fiber. If the dye rushes onto the fiber, it will 
goon unevenly. The acid dyes, being sodium salts of 
colour acids, are split up by the acid of the bluing 
bath, and the colour acid which is released is more 
reactive. The acid may also be said to increase the 
solubility of the dyes in water. 

In proprietary sours, and blues, we frequently 
find additions of salt or sodium sulfate for the purpose 
of ‘fixing’ the blue. Common salt tends to “‘salt out”’ 
or lessen the solubility of the dye in water, and 
“crowd” it onto the fiber. The general effect of 
sodium sulfate is to slow up the absorption of colour 
by the fiber. Aniline dyes are diluted with solid 
substances at the factory to thin out their tintorial 
power so that they may be conveniently weighed or 
measured with ordinary equipment. Salt, dextrine 
and sodium sulfate are the diluents commonly 
employed. 

The acid and basic classes of dyes may be divided 
into a number of subdivisions having varying prop- 
erties, and it is these variations which make necessary 
the supposedly conflicting requisites of the dye or 
bluing bath, mentioned above, and which also 
accounts for the marked difference in performance of 
some of the blues on the market. 

Why Blues Sometimes Give Poor Colour 

Unless a blue is blended or compounded with a full 
understanding of washing conditions and a standard 
washing practice adhered to, ununiform or even disast- 
rous results from the standpoint of colour produced 
may result. 

_ For instance, some blues will turn pink to reddish 
gray in the presence of traces of alkali. A poor 
rinsing builder or inadequate formula will obviously 
throw the goods off colour. If a slight acid reaction 
is required to produce the desired tint, finishing the 
goods neutral or in alkaline (zeolite) water or hard 
water will produce something else; probably a violet, 
green or gray. 

An occasional piece of overbleached or tendered 
cotton will attract sufficient colour to cause it to 
overblue and skimp on the balance of the load. 

Proper dissolving, straining and diluting are 
extremely necessary for good results. The stock blue 
solution should be diluted in a pail of water and the 
very dilute solution, evenly distributed across the 
wheel. 

Wool and silk are easily dyed fast by most aniline 
‘blues and should not be blued or brought into contact 
with blue water in the wheel. 

Our recommendation is to purchase the best blue 


made: by some reputable manufacturer, and use as : | 5533 Woedwerd Ave. 
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Canada’s Leading Laboratory 
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little of it as possible. As in the case of souring, to 
obtain the best bluing the operation must be preceded 
by a good thorough and constructive washing process. 
Uneven washing and rinsing will be reflected in the 
form of uneven souring and bluing. 

It should be remembered also that a perfectly 
good washing may be spoiled by injudicious souring 
and bluing. 

The use of destructive sours, creating cellulose 
derivatives with different reacting values toward 
blues; an excessive use of both good and poor blues; 
and possibly the use of the wrong method of souring 
or bluing (unbalanced formula) will induce poor 
colour through accumulation of residues, etc., suffi- 
cient to spoil an otherwise perfectly good washing. 
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The Stevenson Memorial Hospital 
Alliston, Ontario 


Selects its Furniture 


The illustrations depict types of furniture placed in this splendid addition to 
the Hospital World by our SPECIAL CONTRACT DIVISION. This staff 
has been recently augmented by a former Assistant Hospital Superintendent 
of wide experience. Telegram, telephone or written communication will 
quickly summon one of our expert staff to fulfill your requirements. 

















Superintendent's 





Nurses’ Bedroom 


Robert Simpson Gompany 


TORONTO 
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ROLLS 
IN THREE SIZES 


16-Pound 
5-Pound 
2-Pound 


READY-CUT 
IN 6 SIZES 
30" x 24" 
12" x 12" 
12"x 9g" 
8" x 8F 
12"°x 4° 
g" x 34" 


FOR THESE THREE 
IMPORTANT USES 
1. Dressing Pads 
2. Maternity Pads 
3. Defecation Pads 
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THE LEFT-HAND THE RIGHT-HAND 
GLASS TUBE IS 4 GLASS TUBE IS 
FILLED WITH CEL- > FILLED WITH COT- 
LUCOTION ABSOR- TON. The dish in which 
BENT WADDING. it is standing contains a 
The dish in which is is lored fluid. The tube 
standing contains @ col- : q 
ored fluid. The tube bas yr : 
in this liquid for } r } a 

12 hours. The Cellucot- | upward to a beight of 

orbent Wadding " only 4 inches! Compare 
has absorbed the fluid to | with the left-hand tube 
a height of 16 inches! shown in the illustration 


| ee cul i cases demand dressings of the 
highest possible capillarity. The drainage must 
be drawn into all parts of the dressing, even against 
gtavity. Cellucotton Absorbent Wadding is proved 
in the test illustrated above to possess capillarity four 
times as great as that of cotton. 

Dressing pads for heavy drainage cases must also 
possess immediate absorbency and great retentive pow- 
et, for the comfort of the patient and the protection 
of linen. Cellucotton Absorbent Wadding has these 
qualities in a much higher degree than any other 
known material. Naturally, it is accepted as standard 
for Prostatectomy and other heavy drainage cases. 





“LEWIS MANUFACTURING CO. 
OF CANADA, LTD. 


13 Victoria Square Montreal, Quebec 











CELLUCOTTON 


ABSORBENT WADDING 














